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Anderungen vorbehalten 
Sous reserve de modification 
Subject to change 
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★ ONLY NEAR DC-POTENTIAL 
CHANGES WILL PASS 
[LOUDSPEAKER PROTECTION 
IN CASE OF DEVICE FAILURE 
IN CIRCUIT A1 OR A2] 



A722 Block diagram 
A722 Blockschaltbild 
A722 Schema bloc 













J 




, UlOIIMUUl 

I 1. DE8.13Z 








Mains transformer assembly 
Netztransformator-Einheit 
Transformateur d'alimentation 
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Power amplifier. Left 
Endverstarker, Links 
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Circuit selecteur 




